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MEMORANDUM FOR: Mr. Helms 

25X1 


The proposed Directive of 27 October (Tab B) was drafted as 
a result of this meeting and was concurred in by DD/S&T, DD/P, 
the Director of Medical Services, and the General Counsel, I 
recommend your approval, after which I suggest it be submitted in 
an appropriate package to the 3 03 Committee for consideration 
before final approval and implementation. 
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^ L. K. White 
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